"OLD  NORTH  CHURCH"  OF  PAUL  REVERE  FAME 

THE  VISITORS'  CHURCH 
SALEM  STREET.  BOSTON,  MASS. 
This    historic    church,    in   whose   steeple   were  hung 
the  signal  lights  for  Paul  Revere's  famous  midnight 
ride,     still    holds    regular    services    each  Sunday 
morning  at   I  I  o'clock. 


You  are  cordially  invited 

to  attend 
the  196th  Anniversary 
of  the 

Hanging  of  the  Lanterns 
from  the  steeple  of  the 
Old  North  Church 

Sunday,  April  18,  1971  at  8:00  p.m. 
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